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Central Intelligence Agency 



Wistiinglon. DC 20505 


3 October 1985 


Ms. Hillary B. Debenport 
Manager, Support Section 
Research and Public Information 
Federal Reserve Bank of St. Louis 
P.O. Box 442 

St. Louis, Missouri 63116 
Dear Ms. Debenport: 

Per your written request for a copy of the OECD MEI tapes, 
we are sending a tape that contains data from 1970 to September 
1985 for most countries. 

When you have completed the processing of the tape, we 
would greatly appreciate that you send the tape to: 

Federal Reserve Board 

ATTN: Brenda Of ford 

Mail Stop 43 

20th and Constitution Ave., N.W. 

Washington, D.C. 20551 

The tape specifications are 9-track, 1600 BPI, EBCDIC, 
standard label, fixed format, logical record length of 250 and 
block size 12000, density is 3. 



Data Base Systems Branch 
Analytic Support Group/DI 


Enclosure: 
As stated 


DDI/ASG/DSB: 

Orig - Addressee (w/att) 

(w/att) 


(3 October 1985) 


1 - DSB Chrono (w/o att) 
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1 - ASG Chrono (w/o att) 
5 CPAS/IMC/CB (w'/o 
1 - M-Project File 
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Project Memorandum (check one) : 

□ for Scheduled Research and Production 
xg)cfor Non-Scheduled Intelligence Production 

CONTROL NUMBER 

DI M 85-10037 

TO: Planning & Production Staff 

TITLE OR SllR iPr*Tr 1 

r """ — — - ■ 


Copy of (3rd) Quarterly OECD Main Economic 
Indicator Tape 



STAT 


TYPE OF PUBLICATION 

M-I 


-Project 


REQUESTER for Purposa, H seU-lnitioted) 


Paul Christopher 
Federal Reserve Board 
St. Louis, Mo. 


manhours 


COMPLETION DATE (yymmdd) 

851001 


-STAT 


COORDINATION 

None 


DESCRIPTION OF PROJECT 


Copied data from the OECD MEI tape to a y-tape. 

The y-tape will be sent to St. Louis. 

The time period the data covered is 1970 to September 1985 


APPROVAL: 


,STAT 


0.<ANLH 



DATE 

T 




DIRECTOR 



DATE 
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